शासन निर्णय क्र.खरेदी-२०१९/प्र.क्र.१४८/आरोग्य-८ 
आरोग्य सेवा संचालनालय मुंबई यांच्या अधिनस्त 
असलेल्या जिल्हा/स्री/सामान्य/उपजिल्हा/ग्रामीण/ 
ट्रामा व इतर रुग्णालयांसाठी औषधी व कंझ्युमेबल 
साहित्यसामुग्री खरेदीसाठी प्रशासकीय मान्यता 
देण्याबाबत. 


महाराष्ट्र शासन 
सार्वजनिक आरोग्य विभाग 
शासन निर्णय क्रमांकः खरेदी-२०१९/प्र.क्र. १४८/आरोग्य-८ 
नविन मंत्रालय, गोकुळदास तेजपाल रुग्णालय कंपांउंड, 
कॉम्पलेक्स बिल्डींग, १० वा मजला, मुंबई ४००००१ 
दिनांक: १८ सप्टेंबर, २०१९ 


संदर्भ- 
१) सह संचालक, आरोग्य सेवा, रुग्णालये (राज्यस्तर), आरोग्य सेवा संचालनालय, मुंबई यांचे पत्र 
क्रमांक संआसे/कक्ष-३/टे-४/वार्षिक मागणीपत्र/प्र.मा/९६८२-८४/१९, दिनांक १८.७.२०१९ 
२) शासन निर्णय, सार्वजनिक आरोग्य विभाग, क्रमांक खरेदी-२०१६/प्र.क्र.२४०/आरोग्य-८, 
दिनांक २६.०७.२०१७ 
प्रस्तावना -: 

आरोग्य सेवा संचालनालय मुंबई यांच्या अधिनस्त असलेल्या राज्यातील 


जिल्हा/स्री/सामान्य/उपजिल्हा/ग्रामीण/ट्रामा व इतर रुग्णालयांसाठी आवश्‍यक असलेल्या औषधी व 


कंझ्युमेबल साहित्या सामुग्री खरेदी करण्यासाठी सहसंचाळक आरोग्य सेवा,संचाळनालय यांनी 


दिनांक १८.७.२०१९ रोजी प्रस्ताव सादर केला आहे, त्यानूसार प्रशासकीय मान्यता देण्याची बाब 


शासनाच्या विचाराधीन होती. 


शासन निर्णय- 


सन २०१९-२० या आर्थिक वर्षातील मंजूर अर्थसंकल्पीत झालेल्या निधीतून राज्यातील 


जिल्हा /स्री /सामान्य/उपजिल्हा/ग्रामीण/ट्रामा व इतर रुग्णालयांसाठी आवश्‍यक असलेल्या औषधी व 


कंझ्युमेबल्स,प्रयोगशाळा रसायणे व साहित्य ,लिनन कापडचोपड इत्यादी बाबी खरेदीसाठी विविध 


लेखाशिर्षांतगत मंजूर अनुदान रुपये ९०,९८,८३,०००/- इतके असून सन २०१९ या आर्थीक वर्षात 


मंजूर अनुदानाची निविदा प्रक्रीया राबविण्यासाठी प्रशासकिय मान्यता देण्यात यावी. तसेच सन २०१९ 


अखेरपर्यंत (३१ मार्च २०२०) पर्यंत बीडीएस प्रणालीवर वितरीत असलेल्या अनुदानाच्या मर्यादेतच खर्च 


करावा व उर्वरीत अर्थसंकल्पीत अनुदान वितरणासाठी शासनास त्वरीत प्रस्ताव सादर करावा ,या 


अटीवर तसेच खालील अटींच्या अधिन राहून रु. ७७,३८,७६,६५६/- (रुपये सत्त्यातर कोटी अडतीस 


शासन निर्णय क्र.खरेदी-२०१९/प्र.क्र.१४८/आरोग्य-८ 
लाख Wert हजार सहाऱे छप्पन फक्त) इतक्या रक्कमेच्या सोबतचे विवरणपत्र-अ,ब,क मधील 


नमूद बाबींची खरेदी हाफकीन महामंडळ खरेदी कक्ष यांनी ठरविलेल्या न्युनतम दरानुसार खरेदी 


करण्यासाठी प्रशासकीय मान्यता देण्यात येत आहे. 


अर्थसंकल्पीत तरतूद व प्रस्तावित खर्चाचे विवरणपत्र 


अर्थसंकल्पीत ।औषधे लिनन लंब प्रस्तावित खर्च 
लेखाशिर्ष तरतूद (कापडचोपड) | प्रयोगशाळा 
क्रमांक रसायणे 
२२१००१४8४६ । ३१,७५,२८,००० | YO,40,93,804 । ३,४३,८७,२४० | १,६२,०६,४०० | २५६,५६,०७,२५५ 
२२१०४६२४ २,००,००,००० 92 ,83,000 foo 10 92,83,000 
२२१००४१३  । १३,७१,०६,००० | €,8 4,619,330 ६३,८५,२०० ६६,२५,००० ।१0,२१,७७,५३० 
२२१००३१५ २१,००,,००० १७,(७०,००० foo 10 १७,७०,००० 
२२१०३०४७ ५,००,००,००० ४,९९,९(७००० pO 10 ४,९९,९७,००० 
२२१०जी२९८ ।३,८२,७०,००० ।3,८२,४२,००० 10 fo 3,€2,82,000 
२२१००२२६ 20,00,00,000 | १८,४९,१७,९३० foo 10 १८,४९,१७,९३० 
२२१०ई४८२ (9,00,00,000 fe. 84,809,024 10 ६,९५,९०,०८५ 
२२१०४२५९ | ७,४९,७९,००० |।६,३७,३१,८६६ fo fo ६,३७,३१,८६६ 
एकुण ९०,९८,८३,००० | ६४,०६,८२,७३१ ।११,०३६२,५२५ | २,२८,३१,४००  ७७,३८,७६,६५६ 

अटी :- 


१) सदरहु औषधी, लिनन, कापडचोपड, प्रयोगशाळा रसायने, साहित्य व कंझ्युमेबल, 
आवड्यकता/मागणी यांची sean /खातरजमा करण्यात यावी. त्यानंतरच सदर बाबींच्या 


खरेदीसाठी खरेदी प्रक्रीया राबविण्यात यावी. 


2) सदरहु औषधी, लिनन, कापडचोपड, प्रयोगशाळा रसायने, साहित्य व कंझ्युमेबल विनिर्देश 


गरजेनुसार व अद्ययावत असल्याची खातरजमा करण्यात यावी. खरेदी करावयाच्या बाबींचे 
तांत्रिक विनिर्देश (Technical specification) संबंधित तज्ञांनी (तांत्रिक समिती/अधिकारी यांनी) 


मान्य केलेल्या विनिर्देशानूसार असावेत. तसेच सदर तांत्रिक विनिर्देश (Technical 
specification) हे कोणत्याही विशिष्ट कंपनीला फायदा होईल sen रितीने तयार केलेले 


नसल्याबाबत खातरजमा करण्यात यावी. त्यानंतरच या बाबींची खरेदी करण्यात यावी. 


३) शासन निर्णय, उद्योग, उर्जा व कामगार विभाग, क्रमांक भांखस २०१४/प्र.क्र.८२/भाग-|॥ 
उद्योग-४, दिनांक ०१ डिसेंबर, २०१६ अन्वये प्रसिध्द करण्यात आलेल्या शासकीय विभागांनी 


करावयाच्या कार्यालयीन खरेदीसाठीच्या कार्यपध्दतीची सुधारीत नियमपुस्तिका यामधील 


तरतुदीनुसार विहित खरेदी प्रक्रिया राबविण्यात यावी. 
४) प्रशासकीय मान्यता देताना प्रस्तावित खरेदीचे दर हे अंदाजित आहेत. त्यामुळे खरेदी 


प्रक्रियेअंती निश्चित करण्यात आळेला दर हा बाजार भावापेक्षा कमी असल्याबाबत आणि 


शासन निर्णय क्र.खरेदी-२०१९/प्र.क्र.१४८/आरोग्य-८ 
संबंधित पुरवठादाराने या बाबीचा इतर ठिकाणी ज्या दराने पुरवठा केला आहे, त्या दरापेक्षा 


जास्त नसल्याबाबत खाजरजमा करण्यात यावी. 

५) खरेदी करण्यात येणाऱ्या बाबींची पुरवठापूर्व/ पुरवठानंतर नमुना तपासणी (Pre/Post 
dispatch random sample inspection) करुन उचित व योग्य विनिर्देश असलेल्या वस्तुंचीच 
खरेदी करण्यात येईल, याची खात्री करण्यात यावी. 

६) खरेदी करण्यात येणाऱ्या बाबींचा पुरवठा झाल्यानंतर सदर बाबी विनावापर पडून राहणार 
नाहीत व त्यांचा विहीत मुदतीत वापर होईल, याची दक्षता घेण्यात यावी. 

७ सदर खर्च लेखाशिर्ष क्र. २२१००१४६, २२१०४६२४, २२१००४१३, २२१००३१५, २२१०३०४७, 
२२१०जी२९८, २२१००२२६, २२१०ई४८२, २२१०४२५९ या लेखाशिर्षाच्या सन २०१९-२० 
मधील मंजूर अनुदानातून भागविण्यात यावा, 

८) सदर औषधी लिनन कापडचोपड ,प्रयोगशाळा रसायणे व साहित्य,व कंझ्युमेबल्स,खरेदीची 
द्विरुक्ती (Duplication) होणार नाही, याची दक्षता घेण्यात यावी 

९) संपुर्ण खरेदी प्रक्रिया राबविताना केंद्रीय दक्षता आयोगाच्या मार्गदर्शक सूचनांचे (CVC 
Guidelines) तंतोतंत पालन करण्यात यावे. 

१०) शासन निर्णय, वित्त विभाग, क्रमांक विअप्र-२०१३/प्र.क्र.३०/२०१३/विनियम,भाग-२, 
दिनांक १७.०४.२०१५ सोबतच्या परिशिष्टातील वित्तीय अधिकार नियम पुस्तिका १९७८, भाग- 
पहिला, उपविभाग-दोन मधील अ.क्र.४, नियम क्रमांक ७ समोरील स्तंभ क्रमांक ६ येथील 
अटींची पुर्तता करण्यात यावी. 

११) दिनांक २६.०७.२०१७ च्या शासन निर्णयातील तरतुदीनूसार कार्यवाही करण्यात यावी. 

१२) सन २०१९ अखेरपर्यंत (३१ मार्च २०२० पर्यंत बीडीएस प्रणालीवर वितरीत असलेल्या 

अनुदानाच्या मर्यादेतच खर्च करावा व उर्वरित अर्थसंकल्पीत अनुदान वितरणासाठी शासनास 
त्वरित प्रस्ताव सादर करावा. 


उपरोक्त अनुक्रमांक १ ते १२ येथे नमूद अटींची पुर्तता करण्याची संपुर्ण जबाबदारी 


संबंधीत कार्यक्रम प्रमुख यांची तसेच आरोग्य सेवा संचालनालयाची राहील. 


2. शासन निर्णय, वित्त विभाग, क्रमांक विअप्र-२०१२/प्र.क्र.3०/२०१३/विनियम,भाग-२ दिनांक 


१७.०४.२०१५ सोबतच्या परिशिष्टातील वित्तीय अधिकार नियम पुस्तिका १९७८, भाग-पहिला, 


उपविभाग दोन मधील अ.क्र.४, नियम क्र. ७ अन्वये प्रशासकीय विभागास प्रदान करण्यात आलेल्या 


अधिकारानूसार सदरहू प्रस्तावास मान्यता देण्यात येत आहे. 


शासन निर्णय क्र.खरेदी-२०१९/प्र.क्र.१४८/आरोग्य-८ 
३. सदर झासन निर्णय महाराष्ट्र शासनाच्या www.maharashtra.gov.in या संकेतस्थळावर 


उपलब्ध करण्यात आला असून त्याचा संकेताक २०१९०९१८१०४२१३८३१७ असा आहे. हा 


आदेशा डिजीटल स्वाक्षरीने साक्षांकित करुन काढण्यात येत आहे. 


महाराष्ट्राचे राज्यपाल यांच्या आदेशानुसार व नावाने. 
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(ज.स.तडवी) 
अवर सचिव, महाराष्ट्र शासन 


प्रत, 


) आयुक्त आरोग्य सेवा तथा अभियान संचालक, राष्ट्रीय आरोग्य अभियान, मुंबई 
) व्यवस्थापकिय संचालक, हाफकिन बायो-फार्मास्युटीकल्स कॉर्पोरेशन लि. परेल, मुंबई 
) संचालक, आरोग्य सेवा, आरोग्य सेवा संचालनालय, मुंबई. 

) सहसंचालक, आरोग्य सेवा, रुग्णालये (राज्यस्तर), आरोग्य सेवा संचालनालय, मुंबई 
५) सहसंचालक, आरोग्य सेवा (खरेदी कक्ष), आरोग्य सेवा संचालनालय, मुंबई 
) 

) 
) 
) 


( 
सहसंचालक, आरोग्य सेवा (अर्थ व प्रशासन) , आरोग्य सेवा संचालनालय, मुंबई 
महालेखापाल, महाराष्ट्र-१ (लेखापरिक्षा/लेखा अनुज्ञेयता), मुंबई 
महालेखापाल, महाराष्ट्र-२ (लेखापरिक्षा/लेखा अनुज्ञेयता), नागपूर 

अधिदान व लेखाधिकारी, मुंबई 

qo) निवासी लेखा परिक्षा अधिकारी, मुंबई 

११)अधिक्षक, विभागिय संदर्भ सेवा रुग्णालय, अमरावती/नाशिक 

१२) निवडनस्ती (आरोग्य-८) 
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प्रपञ-अ 
State Drugs List 


Sr. Drug Name Specification SDL/ Approx. | Proposed | Approximate 
No SCL Rate Quantity amount 
1 | Lignocaine Inj. Xylocaine OR Lignocaine OR SDL 19.55 35000 684250.00 
Hydrochloride IP with | Lidocaine 5% Heavy Dextrose 75mg/mL, 
dextrose hyperbaric Lignocaine HCI 53.3mg/mL 
(heavy) Inj. 
2 | Bupivacaine Heavy Inj. Bupivacaine hydrochloride 7.5 SDL 4.63 100000 463000.00 
mixed with glucose milligram in 1 milliliter, dextrose anhydrous 
solution Inj. 82.5 milligram in 1 milliliter Inj 4 ml 
Diazepam Inj. Inj. Diazepam 5 mg/ml - 2 ml SDL 4.75 100000 475000.00 
4 | Ondansetron tab I.P Tab. Ondansetron 4 mg SDL 0.15 1500000 225000.00 
5 | Paracetamol Syrup Sy. Paracetamol 250 mg/5 ml Bottle of 60 SDL 6.28 1500000 9420000.00 
ml 
| 6 | Tramadol Inj Inj. Trammadol 50 mg/ml - 2 ml Ampoule | SDL 2.57 400000 1028000.00 
7 | Ampicllin Cap. Cap.Ampicillin trihydrate 500 mg SDL 1.44 2000000 2880000.00 
| 8 | Amoxycillin Tab. DT | Tab. Amoxycillin D T 125 mg SDL 0.62 2000000 1240000.00 
Ea Amoxycillin Cap. Cap. Amoxycillin Trihydrate 250 mg SDL 1.52 10000000 | 15220000.00 
250mg 
10 | Amoxycillin Syrup Sy. Amoxycillin Trihydrate 125 mg/5 ml- | SDL 12.68 100000 1268000.00 
125mg Bottle of 60 ml 
11 | Amoxycillin + Tab. Amoxycillin 250 mg + Clav 125 mg SDL 3.70 3000000 | 11100000.00 
Clavulanic acid Tab. 
12 | Cefixime Core Tab Cefixime Tab 200 mg SDL 2.86 1000000 2859000.00 
13 | Ceftriaxone Inj Inj. Ceftriaxone 1000 mg SDL 15.30 200000 3060000.00 
14 | Cefotaxime Inj Inj. Cefotaxime 250 mg SDL 6.16 100000 616000.00 
nj. Cefotaxime Sodium sterile powder 250 
mg/vial 
15 | Meropenem Inj. Inj. Meropenam 500 mg Each 500 mg SDL 114.87 40000 4594800.00 
MERREM LV. vial will deliver 500 mg 
meropenem and 45.1 mg of sodium as 
sodium carbonate (1.96 mEq). 
16 | Cefpodoxime proxetil | Cefpodoxime proxetil Tab. 100mg SDL 2.12 2000000 4234000.00 
Tab. 
17 | Doxycycline Cap / Capsule / Tablet Doxycycline 100 mg SDL 0.80 5000000 4000000.00 
Tab 100mg 
18 | Amikacin inj Inj. Amikacine sulphate100 mg - 2 ml SDL 3.89 150000 583500.00 
19 | Amikacin inj Inj. Amikacine sulphate250 mg - 2 ml SDL 5.74 150000 861525.00 
20 | Ciprofloxacin Tab. Tab. Ciprofloxacin 500 mg SDL 1.44 4000000 5760000.00 
21 | Ciprofloxacin Inj I. V. Ciprofloxacin : Each 100 ml SDL 9.35 200000 1870000.00 
contains : Ciprofloxacin HCL eq. to 
Ciprofloxacin 200 mg , Water for Injection 
Q.S. AFFS/BFS/FFS Technology 
22 | I. V. Levofloxacin I. V, Levofloxacin 5 mg/mL (500 mg) (as SDL 15.33 50000 766500.00 
hemihydrate)., 100 mL flexible container, 
100 mL fill (Inj. Levofloxacin 500 mg/100 
ml) AFFS/BFS/FFS Technology 
23 | Azithromycin Tab. Tab. Azithromycin 500 mgAluminium SDL 4.66 2000000 9320000.00 
Blister - strip of 3 Tab 
24 | Erythromycin Stearate | Tab. Erythromycin Sterrate 250 mg SDL 1.25 1500000 1875000.00 
Tab. Aluminium Blister - strip of 10 Tab 
25 | IV Ofloxacin I. V. Ofloxacin - Each 100 ml contain SDL 20.00 100000 2000000.00 


Ofloxacin-200 mg 
water for injection-q.s. AFFS/BFS/FFS 
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Technology 
26 | Metronidazole Tab Tab. Metronidazole 400 mg SDL 0.57 7500000 4275000.00 
27 | Metronidazole Susp. Metronidazole Suspension 200mg/ 5ml SDL 10.34 500000 5170000.00 
28 | Benzathine Penicillin | Inj. Benzathine penicillin 12 lac IU / Vial SDL 10.50 50000 525000.00 
Inj. 
29 | Cefoperazone and Inj. Cefoperazone+Salbactum | gm SDL 16.31 350000 5707450.00 
Sulbactum for Inj. Inj. Cefoperazone sodium 500 mg + 
Sulbactum Sodium 500 mg USP i.e. gm 
30 | Norfloxacin Tab. Tab. Norfloxacin 400 mg Aluminium SDL 1.27 2000000 2535000.00 
Blister - strip of 10 Tab 
31 | Fenticonazole Vaginal | FENTICONAZOLE Vaginal Capsule SDL 70.00 10000 700000.00 
Capsule 600mg. 600mg 
Each Soft Gelatin Vaginal Capsule contains 
:Fenticonazole Nitrate 600mg. 
32 | Haloperidol Tab Tab. Haloperidol 5 mg SDL 0.34 2000000 687680.00 
33 | Lignocaine HCI I.P Inj. Lignocaine or Lidocaine OR Xylocaine | SDL 8.30 250000 2075000.00 
Inj. HCL 0.02 (2%) 30 ml 
34 | Ondansetron inj I.P Inj. Ondansetron hydrochloride Premixed 2 | SDL 1.85 600000 1110000.00 
mg/ml - 2 ml Ampoule Each | mL of 
aqueous solution in the 2-mL single-dose 
vial contains 2 mg of ondansetron as the 
hydrochloride dihydrate; 9.0 mg of sodium 
chloride, and 0.5 mg of citric acid 
monohydrate, and 0.25 mg of sodium 
citrate dihydrate, as buffers in Water for 
Injection, 
35 | Paracetamol Paracetamol Suppository Tab 170 mg SDL 20.00 30000 600000.00 
Suppository Tab 
36 | Paracetamol Tab Tab Paracetamol 500 mg SDL 0.30 10000000 | 3000000.00 
500mg 
37 | Ampicllin Cap. Cap.Ampicillin trihydrate 250 mg SDL 1.06 1000000 1058000.00 
38 | Lignocaine HCI 1.7? Inj. Lignocaine OR Lidocaine OR ह 
Inj. Xylocaine HCL 0.01(1%) 30 ml DL a 00) 1000) 
39 | Inj Bupivacaine : ठु ‘ ; & 
Hydrochloride Inj Bupivacaine Hydrochloride 50mg/10ml DL 16.20 20000 324000.00 
40 | Griseofulvin Tab Tab. Griseofulvin 125 mg SDL 2.97 1400000 4158000 
41 | Atbendazole Susp. 74 endae ne 20 ie Orme Boule ints 4.55 | 400000 1820000 


of 10 ml 
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2 ACT (Adult) 


WHITE COLOR 

Total dose of Artesunate — 600 mg divided 
over three days, Sulphadoxine 
pyremethamine — (1500 +75)mg single dose 
Each Combi Blister Pack containing 3 
tablets of Artesunate (each 200 mg) and 2 
tablets of Sulphadoxine Pyremethamine 
(750+37.5)mg each or 3 tablets of 
Sulphadoxine Pyremethamine (500+25) mg 
each Each row —No. of tablets: First Row 
(Day 1): one tablet of Artesunate (200 mg) 
and two tablets of Sulphadoxine 
pyremethamine (750+37.5) mg each or 
three tablets of Sulphadoxine 
Pyremethamine (500+25) mg each Second 
Row (Day 2) one tablet of Artesunate 
(200mg) Third Row (Day 3): one tablet of 
Artesunate (200 mg) 

- for adults i.e. 15 years & aboveTablet 
Artesunate: Two years Tablet 
Sulfadoxine+Pyremethamine two 
years.Each Pack will bear shelf life of 2 
years on the pack with manufacturing and 
expiry date 


SDL 


33.07 


55000 


1818850 
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4 ACT (] -- 4 years) 


YELLOW COLOR 

Total dose of Artesunate — 150 mg divided 
over three days, Sulphadoxine 
pyremethamine — (500+ 25)mg single dose 
Each Combi Blister Pack : containing 3 
tablets of Artesunate (50 mg each) and 1 
tablet of Sulphadoxine Pyremethamine 
(500+25)mg Each row — No. of tablets: 
First Row (Day 1): One tablet of Artesunate 
(50 mg) and One tablet of Sulphadoxine 
Pyremethamine (500+25)mg Second 
Row(Day 2):One tablet of Artesunate (50 
mg) Third Row (Day 3): One tablet of 
Artesunate (50mg) 

- for age group 1-4 years Tablet 
Artesunate: Two years Tablet 
Sulfadoxine+Pyremethamine two years. 
Each Pack will bear shelf life of 2 years on 
the pack with manufacturing and expiry 
date. 


SDL 


12.80 


36000 


460800 
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5 ACT (5 -- 8 years) 


GREEN COLOR 

Total dose of Artesunate — 300 mg divided 
over three days, Sulphadoxine 
pyremethamine (750 +37.5) mg single dose 
Each Combi Blister Pack containing 3 
tablets of Artesunate (100mg each) and 1 
tablet of Sulphadoxine Pyremethamine 
(750+ 37.5) mg Each row — No. of tablets: 
First Row (Day 1): one tablet of Artesunate 
(100mg) and one tablet of sulphadoxine 
Pyremethamine (750mg+ 37.5) mg Second 
Row(Day 2):one tablet of Artesunate 
(100mg) Third Row (Day 3): one tablet of 
Artesunate (100mg) 

- for age group 5-8 yearsTablet Artesunate: 
Two years Tablet 
Sulfadoxine+Pyremethamine two years. 
Each Pack will bear shelf life of 2 years on 
the pack with manufacturing and expiry 
date. 


SDL 


19.10 


35000 


668500 
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= RED COLOR 
Total dose of Artesunate — 450 mg divided 
over three days, Sulphadoxine 
pyremethamine (1000 +50) mg single dose 
Each Combi Blister Pack containing 3 
tablets of Artesunate 150 mg and 2 tablets 
of Sulfadoxine Pyremethamine (500mg+ 
25mg) Each row —No. of tablets First Row 
(Day 1): One tablets of Artesunate (150 mg) 
and two tablets of Sulphadoxine 
6 ACT (9 -- 14 years) | Pyremethamine 500+25 mg) mg each SDL 24.67 45000 1110150 
Second Row(Day 2): One tablet of 
Artesunate (150 g) Third Row (Day 3): One 
tablet of Artesunate (150 mg) - for age 
group 9-14 yearsTablet Artesunate: Two 
years 
Tablet Sulfadoxine+Pyremethamine two 
years. 
Each Pack will bear shelf life of 2 years on 
the pack with manufacturing and expiry 
date. 
46 Gunineia = Quinine dihydrochloride 300 mg/ ml - 2 SDL 16.38 20000 327600 
47 | Acyclovir Tab D T Tab. Acyclovir 200 mg D T SDL 2.65 200000 530000 
48 | Acyclovir Tab Tab. Acyclovir 400 mg SDL 1.57 400000 628000 
49 |G a 
lyceryl trinitrate Tab. G Trini & 
Sublingual Tabs ab. Glyceryl Trinitrate 0.5 mg DL 0.87 1000000 870000 
50 ‘ is T रि 
Isosorbide Dinitrate ab. Isosorbide dinitrate 5 mg Aluminium S 
Tab Blister - Strip of 10 Tablets PE 080 ee Boome 
51 | Atropine Inj Inj. Atropine sulphate0.6 mg/ml - 1 mlamp | SDL 4.25 200000 850000 
52 | Urokinase Inj. Inj. Urokinase 5,00,000 iu SDL 1790.00 1000 1790000 
53 | Streptokinase Inj. Inj.Streptokinase 15 lacs/vial SDL 656.40 1200 787680 
ae nae cae Sa Inj. Tenecteplase 40mg Vial sDL___| 24000.00 | 500 12000000 
55 | Heparin Sodium Inj. Inj. Heparin sodium 5000 I U/ml - 5 ml vial | SDL 85.05 20000 1701000 
56 | Labetalol Tab Tab. Labetlol HCL 100 mg SDL 12.28 100000 1228000 
57 Tab. F ह Sg > 
precede Tak: १0. Ser 40 गाड णय BSE | हा, 0.30 | 500000 150000 
Strip of 10 Tab 
58 | 7 Soi 7 aes ; 
ablet Vildagliptin ach 50mg Vildagliptin tablet contains S 
50mg Vildagliptin 50mg , Strip of 2 * 14 Tablets Dh ev pO 00) 
59 Each 0.5m1 contains 1.5 mg Dulaglutide, 
iat Dulastutde Citric Acid Anhydrus (0.07mg), Mannitol 
aa at (23.2 mg), Polysorbate 80 (0.10 mg), SDL 2200.00 500 1100000 
see Trisodium Citrate Dihydrate (1.37 mg), 
Water for Injection 
| 60 | Phenytoin Tab 100mg_ | Tab. Phenytoin Sodium 100 mg SDL 0.33 1500000 495000 
61 eee ; in Sodi 
Phenytoin Inj Inj. Phenytoin Sodium 50 mg/ml - 2 ml S 
50mg/ml (Diphenyl Hadantoin Sodium ) PP न ae ay 
62 | sodi T 
वा यागी Valporate Tabs | ais तती एतितत्शाीया SDL 0.95 | 700000 665000 
GS) :Bow uinlecula wei ett Low molecular weight heparin 
heparin 0.4 IU Foes SDL 109.00 | 10000 1090000 
E > (Enoxaparin) 0.4 IU P 
(Enoxaparin) 
64 | Low molecular weight साते) : 24.7: 
heparin 2500 IU Bows idles ua vic tent heparin (Dalapeny) (109 320.00 | 10000 3200000 


(Daltiparin) 


2500 IUPFS 
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65 | Ethamsylate Tab Tab. Ethamsylate 250 mg SDL 1.21 400000.00 484000 
| 7 चि a =. : : 7 ; 
Ethamsylate Inj Bay, Haba tne दहत 200 EAD | आगी, 24.00 | 30000 720000 
2 ml Ampoule 
67 | Hepatitis B ay : : 
गणणत गोणी ती. ee ce Com OCA: । ग, 800.00 | 1000 800000 
Single Dose 
| Hepatitis B ae 9 : 
Tmmiunoslobilin 200% | ne coun 00 IM: ' गो 900.00 | 1000 900000 
ति Single Dose 
| ; > mes 
fac Hane Ribas Albumin (Human) 20% is supplied in 10 g 
oan: 100ml in 50 mL infusion bottle OR SDL 3297.00 750 2472750 
Nee 20 g in 100 mL infusion bottle 
70 ी : ; री & 
Inj. Human Albumin Inj. Human Albumin 20% (Low Salt) 50 ml S 
20% (Low Salt), 50 ml | infusion bottle PE >९0९:0 5000 69९७५९ 
71 . > . ; 3 
Inj. Human Albumin Inj. Human Albumin 5% (Isotonic) 250 ml S 
5% (Isotonic), 250 ml | infusion bottle Pe >500:00 250 122000 
72 best . : Ra ate: ; 
Rabies immunoglobin | Human derived anti-rabies immunoglobulin & 
- Anti Rabies Serum 150 IU per ml - i.e. 300 mg per 2 ml vial DE ds ae sate 
73 | Anti Rabies Vaccine Anti Rabies vaccine Tissue culture 2.5 IU SDL 131.56 300000 39468000 
IM (Human Tissue per vial or amp or Purified vero cell 
culture) Rabies vaccine 2.5 IU per vial or amp or 
Anti Rabies Human Diploid cell vaccine or 
purified chick embryo vaccine 2.5 I U per 
vial or amp I M use. Sterile water for 
injection as diluents Label should indicate 
for IM use Ampoule/Vial of 0.5 ml/1 ml 
74 | Bisacodyl suppository | Tab Bisacodyl 5mg Suppository SDL 0.80 400000 320000 
Tab 
75 | Human Insulin Mono componemt human insulin anolog SDL 42.10 15000 631500 
analogues- lispro lispro 100 IU/ML 3 ml cartridge.pack of 5 
76 | Insulin Lispro Mix 25% Insulin Lispro (rDNA origin) and 75% _ | SDL 590.00 10000 5900000 
25/75 pen with needle | Insulin Lispro protamine suspension 100 
Pack size - 1 pen with | IU/ml - ml Pen with needle 
needle 
77 | Thyroxine Sodium Tab Thyroxine sodium 25 mcg- 100 Tablets | SDL 1.00 400000 400000 
Tab in Amber colour glass bottle 
78 | Prednisolone Tab Tab. Prednisolone 5 mg Aluminium Blister- | SDL 1.23 1000000 1230000 
Strip of 10 Tab 
79 | Dextrose Inj I.V LV. 25% Dextrose 100 cc AFFS SDL 13.65 150000 2047500 
Technology 
I. V. Dextrose 25% w/v - 100 ml 
AFFS/BFS/FFS Technology 
| Soluti र 
& Lactulose Solution contains lactulose 667 S 
Lactulose Syrup mg/mL (10 g/15 mL). DL 119.00 200000 23800000 
a Anti-D Anti D (Rho-D) immunoglobulin (Human) 
Immunoglobulin Inj ultra filered or Nano filtered 300mcg/1500 SDL 2470.00 10000 24700000 
Mono/Polyclonal IU in pfs/ single dose Vial 
82 > Dinoprostone Controlled Release Vaginal 
Dinoprostone Pessary 
Controlled Release Each Contains : Dinoprostone (PGE2) SDL 2500.00 5000 12500000 
Vaginal Pessary 
10mg 
83 T र व 
Prednisolone Tab १000000000 SDL 0.43 | 1500000 | 645000 


Blister - Strip of 10 Tab 
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I. V. Sodium Chloride (Normal saline) 


Sodium Chloride - Ob i 2 : 
पावा 81180.9% | 02% ee a eae Nee 154 SDL 12.27 | 700000 8589000 
Inj. LV mmol/L,Cl- 154 mmol/L).w/v 
aa _ AFFS/BFS/FFS Technology _ 
85 I. V. Dextrose 5% in Normal saline 0.9% ( 
I. E. Glucose with sodium chloride5% 
glucose, 0.9% sodium chloride (equivalent 
Dextrose with Normal | to 150 mmol/L Na+ and 150 mmol/L Cl-); S 
Saline Inj 1.9 5% glucose, 0.45% sodium chloride DE cs २0) 200000 
(equivalent to 75 mmol/L Na+ and 75 
mmol/L Cl- w/v )AFFS/BFS/FFS 
Technology 
I. V. Ringer's Lactate (Sodium lactate, 
compound solution ) Each 100ml to 
contain: Lactic Acid 0.24 ml., Sod.Chl. 0.6 
gm, Potassium Chloride 0.04 gm, Calcium 
; > Chloride 0.027 gm. Water for injection (3.5. S 
Ringer Lactate Inj. I.V Calculated Osmolarity -280 mOs/L(approx) DL 13.89 1000000 13890000 
Concentration of Electrolytes (in moles/Lit.) 
- Sodium 131, Potassium 5, Calcium 2, 
Bicarbonate (as Lactate) 29, Chloride 
111.AFFS/BFS/FFS Technology 
87 
Multiple Electrolytes & Dextrose Injection 
Type II IP for Maintenance: Maintenance 
iple E replacement soluation with 5% dextrose 
sas ee Each 100 ml contains: Dextrose anhydrous 
Tvpel IP for 1.0. 5 gm ,Potassium chloride I.P.0.13 gm, | SDL 14.80 100000 1480000 
र. हक Magnesium chloride 1.7. 0.031 gm , 
Dipotassium hydrogen phosphate 0.026 gm 
, water for injection IP Q.S. AFFS/BFS/FFS 
Technology 
88 
Multiple Electrolytes & Dextrose Injection 
Type II IP for Maintenance: Maintenance 
ile E replacement soluation with 5% dextrose 
re 1. Each 100 ml contains: Dextrose anhydrous 
Tvpe III IP for I.P.5 gm , Sodium chloride I-P. 0.1 gm, SDL 18.60 100000 1860000 
ic. Beene. Potassium chloride I.P. 0.15 gm , Sodium 
acetate I.P.0.28 gm , Dipotassium hydrogen 
phosphate 0.13 gm , water for injection IP 
Q.S. AFFS/BFS/FFS Technology 
1 N 
baal Hydrogen peroxide IP_ | 1010६९ Peroxide 20 volume 6% wiv 3900 | spy 28.66 | 50000 | 1433000 
i | Tincture Benzoin 
Bottle 500ml SDL 100.50 4000 402000 
UIs se Tincture Benzoin 500 ml Bottle 
91 
Each ml contains: Thiamine Hydrochloride 
100 mg, Riboflavin 5’ Phosphate Sodium 2 
mg, Pyridoxine Hydrochloride 2 mg, 
C ee Dexpanthenol 2 mg, Niacinamide 100 mg, S 
B Complex Injection qth Benzyl-Aledhol’2% as presecvative, in DL 3.20 400000 1280000 
Water for Injection. Sodium Hydroxide 
and/or Hydrochloric Acid may have been 
used to adjust pH 
oP oat oe Tab. Ascorbic acid 100 mg SDL 0.60 | 2000000 | 1200000 
1 Oint. Povidone Iodine 5% w/w 15 gm SDL 8.32 | 500000 | 4160000 
94 | Povidone Iodine Povidone-iodine 5% w/v solution SDL 203.17 50000 10158500 
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Solution 
95 ag : : र ; ; 
Povidine lodine Povidone Iodine 7.5% w/v topical solution s 
Solution Scrub scrub 500 ml DP 10 दा) Be 
| लागा ट नत Clorti 
होला लह Cream. - || © ouueole Creams Cream Clorumezole. || Spr 4.49 | 250000 | 1122500 
1% wi/w- 15 gm 
97 | Clotrimazole Lotion Clotrimazole Lotion 1% v/v - 15 ml SDL 11.20 40000.00 448000 
[| 0१2002 Mouth | Clotrimazole Mouth Paint 1% w/v -15 ml | SDL 8.74 | 250000.00 | 2185000 
i] Pusidie acid 2% 7 ]गाझताट कल 
Risdioasidaceans 00 eel त दा रतत! 18.87 | 200000 | 3774000 
20mg per gm) 
100 
Fluci F Flucinolone Acetonide 0.1% w/w Cream 
प णो या पात Contains : Flucinolone Acetonide IP 0.1% 
0.1% w/w Cream é G 116 SDL 93.00 300000 27900000 
300m w/w. Non Greasy Base 
8 q.s. Sterios Alkaline G Base 
101 | siver § ee Si a C 
ilver Sulphadiazine ilversulphadiazine cream : Cream S 
Cream Sivlersulphadiazine 1% w/w 250 gm Dr 8730 क ९ 7300१0) 
ज्ञ द्र 
102 Benzyl Benzoate Benzyl Benzoate Application 25 % w/w SDL 14.94 75000.00 1120500 
lotion 100 ml 
(१) Canes tone Calamine 8% w/v, Diphenhydramine hcl 
Bottle 50ml LP 1% w/v, Camphor 0.1% w/v, specially SDL 31.13 25000 778250 
न Denatured Spirit 2.37% v/v 
104 | Gamma Benzene G ‘ OL 
Hexachlotide Lotion. |, Camimabenzene Hexachtlonde Te wiv, SDL 21.80 | 50000.00 | 1090000 
Bottle of 100ml 
100ml 
105 . ९ : F 
Inj. Hydroxy Propyl Pre filled preferably in glass syringes in 
Methyl Cellulose USP | double pouch packing . Inj. Hydroxy Propyl & 
2% in sterile isonic Methy] Cellulose USP 2% w/v, in sterile PY 1014 100000) 0000 
base PFS isonic base 2ml PFS , For introcular use 
106 | Deferasirox Tab 250 Tab Deferasirox 250 mg SDL 11.84 200000.00 2367680 
107 | Glycerine 500ml Glycerin 500 ml Glass Bottle SDL 82.60 15000 1239000 
108 | tropicamide+ Tropicamide 0.8% w/v & SDL 48.50 30000 1455000 
Phenylephrine Hcl PhenylephrineHydrocloride 5% w/v 
Eye Drops 
109 | Sodium Chloride 6% Sodium Chloride 6 % w/v Eye Drop SDL 50.00 10000 500000 
w/v/ Eye Drop 
110 | Chlorpheniramine Syrup Chlorpheneramine Maleate Each 5111 | SDL 11.00 500000 5500000 
Maleate Syrup 100 ml | contain Pheniramine Maleate 2 mg - 100 ml 
111 | Deferasirox Tab 500 Tab Deferasirox 500 mg SDL 20.33 200000.00 4066000 
112 | Inj. Pralidoxime Inj. Pralidoxime chloride 500 mg/ 20 ml SDL 42.00 40000 1680000 
chloride 500 mg (PAM) 
113 | Inj. Pralidoxime Inj. Pralidoxime chloride 1 g/ 20 ml SDL 52.00 20000 1040000 
chloride 1 gm (PAM) 
114 | Fluoxetine Cap Cap. Fluoxetine Hydrochloride equivalent SDL 2.84 500000 1420000 
to 20 mg (64.7 umol) of fluoxetine. The 
Pulvules also contain dimethicone, FD&C 
Blue No. 1, FD&C Red No. 3, FD&C 
Yellow No. 6, gelatin, sodium lauryl 
sulfate, starch, and titanium dioxide 
115 | Haloperidol deconoate | Each mL of Haloperidol Decanoate SDL 91.00 25000.00 2275000 


depot Inj 


Injection, 50 mg/mL contains 50 mg 
haloperidol (present as haloperidol 
decanoate 70.5 mg) in a sesame oil vehicle, 
with 1.2% (w/v) benzyl alcohol as a 
preservative.-1 ml 
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Betahistine Tab 
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Tab. Betahistine hcl 16 mg 


SDL 


3.00 


500000 


1500000 
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Hydroxy Urea Tab 


Tab Hydroxyurea capsules 500 mg 


SDL 


3.27 


100000 


327000 
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Trypsin + 
Chemotrypsin Tab 


Tab. Trypsin + Chemotrypsin EC 
1,00.000 I.U Aluminium Blister of 10 
Tablets 


SDL 


15.40 


600000 


9240000 
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Cetrimide + 
Chlorhexidine 


Antiseptic solution containing = Cetrimide 
3% w/v Chlorohexidine 1.5% w/v = 5 ltr jar 


SDL 


800.00 


10000 


8000000 


कंझ्युमेबल्स साहित्य सामग्री 


0 


120 


Closed IV Catheter 
System 18 G 


Closed IV Catheter System 

With pre-attached high pressure extension 
set bi-lumen(300 

psi); with two split septum closed port; 
Vialon catheter 

indwelling time of 144 hrs; Safety cap for 
NSI prevention, 

instant flash back system 

Size - 18 G 


Each 


300.00 


5000 


1500000.00 
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Closed IV Catheter 
System 20 G 


Closed IV Catheter System 

With pre-attached high pressure extension 
set bi-lumen (300 

psi) with two split septum closed port; 
Vialon catheter 

indwelling time of 144 hrs; Safety cap for 
NSI prevention, 

instant flash back system 

Size - 20 G 


Each 


300.00 


20000 


6000000.00 
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Closed IV Catheter 
System 22 G 


Closed IV Catheter System 

With pre-attached high pressure extension 
set bi-lumen(300 

psi); with two split septum closed port; 
Vialon catheter 

indwelling time of 144 hrs; Safety cap for 
NSI prevention, 

instant flash back system 

Size - 22 G 


Each 


300.00 


10000 


3000000.00 
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Closed IV Catheter 
System 23 G 


Closed IV Catheter System 

With pre-attached high pressure extension 
set bi-lumen(300 

psi); with two split septum closed port; 
Vialon catheter 

indwelling time of 144 hrs; Safety cap for 
NSI prevention, 

instant flash back system 

Size - 23 G 


Each 


300.00 


5000 


1500000.00 
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Reuse prevention 
syringes 2ml 


Reuse prevention syringes 

with Sterile single use reuse prevention 
syringe with detachable needles complaint 
to ISO-7886:4 Type I and Type II, Flow 
wrap package using medical grade 
breathable paper, ETO Sterilised 
conforming to ISO 10993-7, Stopper should 
be made of nonlatex material. 

Size - 2m] 


Each 


1000000 


2500000.00 


125 
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Reuse prevention 
syringes 311 


Reuse prevention syringes 

with Sterile single use reuse prevention 
syringe with detachable needles complaint 
to ISO-7886:4 Type I and Type II, Flow 
wrap package using medical grade 
breathable paper, ETO Sterilised 
conforming to ISO 10993-7, Stopper should 
be made of nonlatex material. 

Size - 3ml 


Each 


300000 


900000.00 


| 126 


Reuse prevention 
syringes 511 


Reuse prevention syringes 

with Sterile single use reuse prevention 
syringe with detachable needles complaint 
to ISO-7886:4 Type I and Type II, Flow 
wrap package using medical grade 
breathable paper, ETO Sterilised 
conforming to ISO 10993-7, Stopper should 
be made of nonlatex material. 

Size - 5ml 


Each 


3000000 


10500000.00 
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Reuse prevention 
syringes 10ml 


Reuse prevention syringes 

with Sterile single use reuse prevention 
syringe with detachable needles complaint 
to ISO-7886:4 Type I and Type II, Flow 
wrap package using medical grade 
breathable paper, ETO Sterilised 
conforming to ISO 10993-7, Stopper should 
be made of nonlatex material. 

Size - 10ml 


Each 


4.00 


200000 


800000.00 
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Disposable HIV kit 


HIV kits Disposable (AIDS Kit) sterile 
with double packing E T O sterilized with 
ETO sterile indicators - Each kit to contain - 
Disposable Head cap - one, Disposable face 
maske - one, Disposable protecitive PVC 
inner apron without sleeves - one, 
Disposable surgical gown with full sleeves 
and with elastic cuff. Non wovern fabric 
water repellent - one, Dispposable pvc hand 
gloves - two, disposable pvc show cover - e, 
Disposable safety goggles - one 


Each 


61.95 


25000 


1548750.00 
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Disposable delivery 
kit 


Disposable delivery kit - High quality 
*Sterilized 

Specifications: 

For Doctors Use 

Disposable Head Cap. X 1 

Disposable Face Mask with Filter X 1 
Disposable P.V.C. Apron full length X 1 
Disposable Shoe Cover X 2 

For Patient Use 

Disposable PVC Drapes for Delivery Table- 
Length upto bucket (W80cm x L140cm) X 
1 

Disposable Delivery Sheet with Hole 
(100cm x 100cm) X 1 

Disposable Cord Clamp X 1 

Disposable Hole Towel for Episiotomy 
suturing (1 mtrx) X 1 

For Newborn Baby 

Disposable Wrapper for newborn Baby X 1 


Each 


85.00 


150000 


12750000.00 
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Blood Transfusion Set 
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BT Set (Blood Transfusion set) /Blood 
Admin. Set Disp. Sterilised By ETO As Per 
Drugs & Cosmetic Act 1940, 1.51 & CE 
certification Tube Length: 1500 mm - O.D. 
4.2mm x LD. 3.0mm 

Needle: 18G x 1.1/5” for smoother flow. 
Blood drop size of 20 drops/ml (D.W.) 
Chamber filter: 200 x 4sq.cm 


Each 


13.50 


70000 


945000.00 


X-ray Developer 


X-ray devloper powder to make solution of 
13.5 Ltr 


Pkt 


332.00 


1200 


398400.00 


X-ray Developer 


X-ray devloper powder to make solution of 
22.5 Ltr 


Pkt 


438.00 


1700 


744600.00 


X-ray fixer22.5 ltr, 
13.5 ltr 


X-ray fixer powder to make solution of 22.5 
Ltr 


Pkt 


450.00 


1700 


765000.00 


X-ray films Green 
base 6.5 x 8.5 


X-Ray films 6.5 x 8.5 Green Sensitive 
Polyester base round corner X-ray film 
Green sensitive Blue base with base fog less 
than or equal to 0.23 & Dmax not less than 
3.10 interleaved The density values should 
be met at developer temperature 32 to 35 
degree = 6.5 x 8.5 


Pkt of 
100 film 


700.00 


1000 


700000.00 


135 


X-ray films Green 
base 8x 10 


X-Ray films 8x10 Green Sensitive 
Polyester base round corner X-ray film 
Green sensitive Blue base with base fog less 
than or equal to 0.23 & Dmax not less than 
3.10 interleaved The density values should 
be met at developer temperature 32 to 35 
degree = 8 x 10 


Pkt of 
100 film 


922.00 


5000 


4610000.00 
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X-ray films Green 
base 10x 12 


X-Ray films 10x12 Green Sensitive 
Polyester base round corner X-ray film 
Green sensitive Blue base with base fog less 
than or equal to 0.23 & Dmax not less than 
3.10 interleaved The density values should 
be met at developer temperature 32 to 35 
degree = 10 x 12 


Pkt of 
100 film 


1524.00 


10000 


15240000.00 
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X-ray films Green 
base 12x15 


X-Ray films 12x15 Green Sensitive 
Polyester base round corner X-ray film 
Green sensitive Blue base with base fog less 
than or equal to 0.23 & Dmax not less than 
3.10 interleaved The density values should 
be met at developer temperature 32 to 35 
degree = 12 x 15 


Pkt of 
100 film 


2294.00 


10000 


22940000.00 
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X-ray films Blue 
Base 6.5 x 8.5 


X-Ray films 6.5 x 8.5 Blue Sensitive 
Polyester base round corner X-ray film Blue 
sensitive Blue base with base fog less than 
or equal to 0.23 & Dmax not less than 3.10 
interleaved The density values should be 
met at developer temperature 32 to 35 
degree = 6.5 x 8.5 


Pkt of 
100 film 


728.00 


1500 


1092000.00 
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X-ray films Blue 
Base 8x 10 


X-Ray films 8x10 Blue Sensitive 
Polyester base round corner X-ray film Blue 
sensitive Blue base with base fog less than 
or equal to 0.23 & Dmax not less than 3.10 
interleaved The density values should be 
met at developer temperature 32 to 35 
degree = 8 x 10 


Pkt of 
100 film 


1017.00 


1500 


1525500.00 
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X-ray films Blue 
Base 10x 12 


X-Ray films 10x12 Blue Sensitive 
Polyester base round corner X-ray film Blue 
sensitive Blue base with base fog less than 
or equal to 0.23 & Dmax not less than 3.10 
interleaved The density values should be 
met at developer temperature 32 to 35 
degree = 10x 12 


Pkt of 
100 film 


1524.00 


1500 


2286000.00 
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Sonography Jelly 250 


gm 


All purpose sonography jelly 
Contact jelly for ultra sonography - Bottle 
of 250 gm 


Each 


40.00 


15300 


612000.00 
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142 | ECG/EEG Gel ECG Jelly Tube 200 gm 33.45 17000 568650.00 
Electrode contact paste suitable for ECG, 
EEG, ECT Jar of 200 gm 
143 | Paper Adhesive Adhesive Tape - Paper based र Roll 3.92 200000 784000.00 
Plaster 1/2" x 5 mtr Hypoallergenic Microscopically porous 
1/2" x5 mtr 
144 | Elastic Crape Bandage | Crape Bandages 10 cm x 2.5 mtr 100% Individual | 48.00 100000 4800000.00 
10 cm x 2.5 mtr cotton with ( as per ISI specification ) roll x 10 
The bandage comes with flesh color with a numbers 
blue line in the middle OR without middle in Plastic 
line. stretched length :4mt/4. Smt-Clip:with pouch 
or without clips,elastic band clips or metal 
band clips 
145 | Adhesive Plaster Adhesive plaster (Zinc Oxide ) 7.5 cm x 5 Roll 48.90 300000 14670000 
cotton based(hypo Mtr - Cotton Based Roll of 7.5 cm x 5 mtr 
allergic) 7.5cmX5 
Mtr 
146 | X-ray films Blue X-Ray films 12x15 Blue Sensitive Pkt of 2377.00 1500 3565500 
Base 12x 15 Polyester base round corner X-ray film Blue | 100 film 
sensitive Blue base with base fog less than 
or equal to 0.23 & Dmax not less than 3.10 
interleaved The density values should be 
met at developer temperature 32 to 35 
degree = 12 x 15 
147 | Rolled cotton Bandage | Rolled Cotton Bandages as per schedule F Roll 7.98 100000 798000 
as per Schedule F-II II Drug & Cosmetic Act 1940 10cmx4 
10cm x 4 Mtr Mtr 
148 | Rolled cotton Bandage | Rolled Cotton Bandages as per schedule F Roll 12.20 100000 1220000 
as per Schedule F-II II Drug & Cosmetic Act 1940 15cmx4 
15 cm x 4 Mtr Mtr 
149 | Surgical Gloves Sterile disposable surgical gloves no 6 Packet of 8.10 200000 1620000 
Powder free (Sterile) Powder free gloves. 100% electronically 25 pairs 
tested. 
CE certification. 
150 | Surgical Gloves Sterile disposable surgical gloves no 6.5, Packet of 8.10 200000 1620000 
Powder free (Sterile) Powder free gloves. 100% electronically 25 pairs 
tested. 
CE certification. 
151 | Surgical Gloves Sterile disposable surgical gloves no 7 Packet of 8.10 200000 1620000 
Powder free (Sterile) Powder free gloves. 25 pairs 
100% electronically tested. 
CE certification. 
REGIONAL REFERRAL HOSPITAL 
ANNUAL REQUIREMENT OTHER THAN SDL/SCL FOR THE YEAR 2019-20 
Approxim | Propos 0 
ate Rate ed qty 
152 | Tab. Coversyl Plus HD (Perindopril + Indepamide) 1.25 mg 16.20 | 80000 1296000.00 | 
153 | Tab Renoque (UBIQUINONE) 180mg 58.00 | 50000 2900000.00 
154 | Tab Renolog (ALFA KETO NALOGUE)200mg 30.00 | 50000 1500000.00 
155 | Laretol (Calcitarol) 25mg ॥- 1 10000 900000.00 
0 
156 | Inj. Iohexol 100 ml 4000.00 | 1030 4120000.00 
157 | ABG SOLUTION Cl 17915.63 40 716625.20 
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158 | ABG SOLUTION C2 17915.63 40 716625.20 
| 159 | ABG SOLUTION C3 22766.63 | 40 910665.20 | 
160 | C-PAP MASK(LARGE) 48900.00 30 1467000.00 
161 | STERNUM WIRE 5-W945 20000.00 100 2000000.00 
162 | PTCA GUIDE WIRE TORQUER 3800.00 | 500 1900000.00 
163 | PTCA KIT 4400.00 | 300 1320000.00 
164 | PTCA GUIDING CATHETER 3800.00 | 300 1140000.00 
165 | PTCA GUIDE WIRE 4400.00 100 440000.00 
166 | PTCA GUIDE WIRE 3800.00 | 300 1140000.00 
167 | PTCA Balloon PTCA BALLOON - Compliant / SEMI-OMPLIANT. 6500.00 | 300 1950000.00 
168 | PTCA BALLOON ( Compliant/ SEMI-COMPLIANMT) 9500.00 | 300 2850000.00 
169 | PTCA BALLOON (NON-COMPLIANT) 9500.00 | 300 2850000.00 
170 | ASD CLOSURE DEVICE 58000.00 20 1160000.00 
171 | PERMANENT PACEMAKERS WITH SSIR 54880.00 30 1646400.00 
172 | INJ CETUXIMAB 5MG 15000.00 100 1500000.00 
173 | TAB SERAFENIB 200MG 53.90 | 6000 323400.00 
174 | INJ ERBITAX 100 14000.00 100 1400000.00 
175 | INJ ERBITAX 200 25000.00 100 2500000.00 
176 | INJ HERCEPTIN 150MG 10000.00 | 200 2000000.00 
177 | INJ RITUXINAB 500MG 11500.00 100 1150000.00 
178 | INJ LIPOSOMAL DOXORUBICIN 2545.00 150 381750.00 
179 | Inj Piperacillin+Tozobactum 4.5gm Nos 121.00 | 5000 605000.00 
180 | Inj Erythropoitin 4000 IU amp 410.00 | 2000 820000.00 
181 | Inj Erythropoitin 10000 IU amp 1100.00 500 550000.00 
182 | Inj lopromide 370 mg/ml.like Ultravist 370 50 ml 845.00 | 1500 1267500.00 

Vial 

183 | Inj human Albumin 20% 100 ml 4500.00 | 600 | 2700000.00 
184 | Water for irrigation 3 lit jar 3 lit 170.00 | 5000 850000.00 
185 | Sodium chloride for irrigation 3 lit 3 lit jar 145.00 | 5000 725000.00 
186 | Tacrolimus | mg (Tacren) 32.00 | 12000 384000.00 
187 | Mycophenolic Acid Delayed Release Tab. USP 360 (Immutil360) 65.00 | 12000 780000.00 
188 | Diasafe filter Each 4000.00 100 400000.00 
189 | Tab Cyclosporine 50 mg 235.00 | 2000 470000.00 
190 | Cautery pad martin make each 1250.00 500 625000.00 
191 | Amplatz sheath No.22,24,26 1650.00 120 198000.00 
192 | Facial Dialator Set 10 fr Each 12000.00 20 240000.00 
193 | Facial Dialator Set 12 fr Each 12000.00 20 240000.00 
194 | Zebra Guide wire 0.035 Each 2200.00 200 440000.00 
195 | Terimo Guide wire 0.035 Each 2200.00 200 440000.00 
196 | Guteraldehyde 2% Soltion 5 lit 1200.00 200 240000.00 
197 | D.J. Stent 6 fr 26cm Each 450.00 | 2000 900000.00 
198 | Martin Germony Make Halogen light H8/H6 with holder 8500.00 200 1700000.00 
199 | PCNL Forcep 3fr,3.5.4,4.5,5,5.5,6 7000.00 70 490000.00 
200 | Heamodialysis fluids part A each 1000 ml Contains 10 lit 270.00 | 10000 2700000.00 

Potassium Chloride I.P 6 gms. Magnesium Chloride I.P. 3.70 gms 

Calcium Chloride 1.7. 178.50 gms Glacial Acetic Acid B.P. 9.46 

gms Purified water 1.70. QS part 2 Heamodialysis Powder 
201 | For Digital Radiography Pkt of 16000.00 20 320000.00 

Kodak care Stream dry laser Image Size 14x17 125 film 
202 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 3500.00 100 350000.00 

USP 1/2circle R.B.30mm,size-1-0,90cm foil 
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203 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 3800.00 119 452200.00 
USP1/2circle R.B.30mm,size-2-0,90cm foil 

204 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 3600.00 122 439200.00 | 
USP1/2circle R.B.20mm,size-3-0,70cm foil 

205 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 4000.00 85 340000.00 
USP1/2circle R.B.20mm,size-4-0,70cm foil 

206 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 3600.00 100 360000.00 
USP1/2circle R.B.16mm,size-5-0,45cm foil 

207 | Absorbable Surgical Suture Synthetic Braided coated Polyglactin Box of 12 4500.00 85 382500.00 
USP 1/4circle.double needle,8mm,size-6-0,45cm foil 

208 | ERBA XL Wash Kit cleaning Solu. 4x100ml 4500.00 150 675000.00 

209 | Solution Pack (Sodium+Potasium) Easylite pack 18800.00 25 470000.00 

Total 640682730.60 
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प्रपफअ-ब 


Requirement Of Lab ForDH/GH/WH/SDH/RH & other Hospital 2019-20 


Sr. 


No. 


Name of the Item 


Packing 


Approximate 
Rate 


Proposed 
qty 


Total 
Amount 


VDRL Test Kit Carbon 


25 Test 


340.00 


5020 


1706800.00 


Hbs Ag spot test kit 


1 test 


180.00 


20000 


3600000.00 


Pregeancy Test kit (Rapid) 


25 test 


198.00 


15000 


2970000.00 


Anti ABD Kit 


10ml 


302.40 


9000 


2721600.00 


Mn) BR] wy) NM} Re 


Liquid hand wash containg Non lonic 
Surfactant (Akyl Sodium benzene sulfonate) 
10% Buffered PH7 ( + ) 1) with) Fragrance 
and colour q.s. 


1. 


78.75 


17600 


1386000.00 


Kits Chemicals & Reagents For Fully 
Automatic Biochemestry Analyser 


1500.00 


2200 


3300000.00 


Blood Group sera A B D 


87.00 


6000 


522000.00 


35 


Autokits for Semi Auto Analyser 


10000.00 


100 


1000000 


36 


Fully Automatic Analyser - Transasia kits 


Albumin kit 10 x 44 ml 


Bilurubin kit Total 


Bilurubin Direct 6 x 44 ml 


Cholesterol kit 


SGOT kit 


SGPT kit 


Urea kit 


Creatinine Kit 


CRP kit 


Glucose kit 


ERBA Norm kit 


ERBA Multical kit 


ERBA XL wash 4 x 100 ml 


ASO Test Kit 


Excel Wash kit 


R A Factor 


Path kit 


Triglucoride kit 


Alkaline Phosphates 


Deionised water 


18750.00 


300 


5625000 


एकण- 
2 


22831400.00 
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प्रपफञअ-क 


Requirement for Linen DH/GH/WH/SDH/RH & other Hospital 2019-20 


Sr. Name of the Item Approximate | Proposed Total Amount 
No. Rate qty 
(with 5 % 
GST) 
1 White Bed Sheet 60 x 90 240.00 17800 4272000.00 
2 Green Bed Sheet 60 x 90 261.00 17800 4645800.00 


शासन निर्णय क्र. खरेदी-२०१८/प्र.क्र.२४५/आरोग्‌य-८, दिनांक ०९ जानेवारी २०१९ अन्‌वये 
प्रशासकीय मान्यता प्रदान करणूयात आलेली आहे. त्‌यानुसार सहसंचालक ARTA सेवा, (खरेदी कक्ष) 
मुंबई यांनी पुरवठा seat क्र. No.99/DHS/Linen Purchase/Hospital —side-Civil 
।-0998/२०१८-१९/२०१९, Date 23 January, २०१९ Sat पुरवठा आदेश मा. सचिव, 
वस्‌ञोद्योग विभाग, dred मुंबई यांना दिलेळे आहेत. तथापि महाराष्ट्र राजूय हातमाग 
महामंडळ/महासंघ, यांचेकडून मार्च २०१९ अखेर संपूर्ण मालाचा पुरवठा केलेला नाही. सदरील 
मालाचा पुरवठा माहे एप्रिल व मे २०१९ मधये झालेला आहे. सदरील देयके अदायगी करणयासाठी 
सन २०१९-२० या आर्थिक वर्षातील अनुदानातून प्रलंबीत देयक अदायगी 


3 White Bed Sheet 60 x 90 240.00 25000 6000000.00 
4 Green Bed Sheet 60 x 90 261.00 25000 6525000.00 
5 Colour Bed Sheet 60 x 90 (Light Pink) 261.00 25000 6525000.00 
| 6 | Red Blanket 60x90 530.00 7800 4134000.00 
7 Solapuri Chaddar 60 x90 285.68 8000 2285440.00 
Le Red Blanket 60x90 530.00 10000 5300000.00 
| 9_| Solapuri Chaddar 60 x90 285.68 15000 4285200.00 
10 Cloth for Operation Theaters (Green) 54 " 131.25 16000 2100000.00 
11 Colour Bed Sheet 60 x 90 (Light Pink) 261.00 17800 4645800.00 
12 Mattresses Coir Fome rexin Cover 4" (Size 3Ft x 6 ft) 4252.50 1264 5375 160.00 


शासन निर्णय क्र. खरेदी-२०१८/प्र.क्र.२४५/आरोगृ्‌य-८, दिनांक ०९ जानेवारी २०१९ अन्‌वये 
प्रशासकिय AMAT प्रदान करण्यात आलेली आहे. त्‌यानुसार सहसंचालक आरोग्य सेवा, (खरेदी 
कक्ष) मुंबई यांचेकडून निविदा प्रक्रिया सुरु असून सदरील निविदा प्रक्रिया सन २०१९-२० या आर्थिक 
वर्षात पुर्ण होणार असल्याने सदरील देयके अदायगी करण्‌यासाठी सन २०१९-२० या आर्थिक 
वर्षातील अनुदानातून प्रलंबीत देयक अदायगी 


13 Bleached cosmet cloth (White ) 60" 115.50 20000 2310000.00 
14 Cloth for Operation Theaters (Green) 54 " 131.25 20000 2625000.00 
15 Surgeon Dress (Green Appron & Pant ) (redymade ) Appron i 
Size 36,38, 40, 42, 44, 46 & Pant Size 28,30, 32,34,36,38,40,42 a0 
7500 
Surgeon Dress (Green Appron & Pant ) (redymade ) Appron 609.00 1000 609000.00 
Size 36, & Pant Size 36 
Surgeon Dress (Green Appron & Pant ) (redymade ) Appron 609.00 2000 1218000.00 
Size 38 & Pant Size 38 
Surgeon Dress (Green Appron & Pant ) (redymade ) Appron 609.00 2000 1218000.00 
Size 40 & Pant Size 40 
Surgeon Dress (Green Appron & Pant ) (redymade ) Appron 609.00 2000 1218000.00 
Size 42 & Pant Size 42 
Surgeon Dress (Green Appron & Pant ) (redymade ) Appron 609.00 500 304500.00 
Size 44 & Pant Size 44 
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16 Patient's Dress (Female Gown) Blue Colour 
24500 0.00 
Patient's Dress (Female Gown) Blue Colour ( Size 36) 414.75 5000 2073750.00 
Patient's Dress (Female Gown) Blue Colour ( Size 38) 414.75 9500 3940125.00 
Patient's Dress (Female Gown) Blue Colour ( Size 40) 414.75 9500 3940125.00 
Patient's Dress (Female Gown) Blue Colour ( Size 42) 414.75 500 207375.00 

17 Patients Dress (Male) Top and Payjama 23500 

Fae! L eee 

Patients Dress (Male) Top and Payjama (Top Size 36, & 609.00 5000 3045000.00 
Payjama Size 36 ) 
Patients Dress (Male) Top and Payjama (Top Size 38, & 609.00 9000 548 1000.00 
Payjama Size 38 ) 
Patients Dress (Male) Top and Payjama (Top Size 40, & 609.00 9000 548 1000.00 
Payjama Size 40 ) 
Patients Dress (Male) Top and Payjama (Top Size 42, & 609.00 500 304500.00 
Payjama Size 42 ) 

18 Patient's Dress Female Top (Peticot) & Payjama Blue Colour 
25000 0 1.) i तागा 
Patient's Dress Female Top (Peticot) & Payjama (Top Size 36, 609.00 5000 3045000.00 
& Payjama Size 36 ) Blue Colour 
Patient's Dress Female Top (Peticot) & Payjama (Top Size 38, 609.00 9000 548 1000.00 
& Payjama Size 38 ) Blue Colour 
Patient's Dress Female Top (Peticot) & Payjama (Top Size 40, 609.00 10000 6090000.00 
& Payjama Size 40 ) Blue Colour 
Patient's Dress Female Top (Peticot) & Payjama (Top Size 42, 609.00 1000 609000.00 
& Payjama Size 42 ) Blue Colour 

19 Pillow Covers 18 x24 25000 1443750.00 

57.75 

20 Mattresses Coir Fome rexin Cover 3" (Size 3Ft x 4 ft) (for 4252.50 2000 8505000.00 
peadiatric ) 

21 Pillow (1.5 kg) Coir 210.00 2000 420000.00 

Total 110362525.00 


